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The leading technicians of the "Technisches Btro fur 


windkraftwerke” at “Varneminde, Ingenieur Greff, Ing. 
Geertz, Ing, Soheerer, and Dr. Schmitz (all aircraft 
seachnioians), were called to Dessau in late October 


1946 and deported to the U.S.5.R. from there. 
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